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NIH-MS. HOLLANBAUGH (PHONE) 

123638 

R 262137Z MAR 75 
FM SECSTATE WASHDC 
TO AMEMBASSY STOCKHOLM 

UNCLAS STATE 068687 

E.O. 11652: N/A 

TAGS: CFED (WOILER, CHARLES T.) 

SUBJECT: NON-RECEIPT OF NIH MONTHLY CHECK 

REF: STOCKHOLM 1417 

1. NIH RECORDS INDICATED THAT CHARLES T. WOILER’S CHECK 
WAS SENT AROUND THE 7TH OF MARCH BY DIPLOMATIC POUCH TO 
THE AMERICAN EMBASSY STOCKHOLM FOR ONWARD FORWARDING TO 
SUBJECT. 

2. DEPT NOT IN POSITION TO MAKE INQUIRIES AND REQUEST 
INVESTIGATIONS REGARDING INDIVIDUALS MONTHLY PAY CHECKS. 
PERSONS INQUIRING SHOULD BE ADVISED TO COMMUNICATE DIRECT 
BY LETTER OR CABLE WITH THEIR RESPECTIVE PAY ROLL OFFICES. 

3. POST MAY SUGGEST TO SUBJECT THAT IN ORDER TO ASSURE 
MORE TIMELY RECEIPT OF HIS PAY CHECK HE CAN ARRANGE WITH 
NIH PAYROLL PERSONNEL TO HAVE THESE CHECKS FORWARDED 
TO HIS BANK IN THE UNITED STATES. KISSINGER 
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